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ORDER OF WORKING FOR CLOSING STATION 


BEDRYFSMETODE VIR UITSKAKELING VAN STASIE 


|. KEY D RELEASES LEVER 9. 

2.LEVER 9. PULLED HALF OVER. 

3. LEVERS 2.1.15.16. PULLED OVER. 

4.LEVER 9. PULLED FULL OVER. 

5.KEY D WITHDRAWN & PLACED UNDER LOCK 
& KEY IN STATION OFFICE. 


1. SLEUTEL D ONTKOPPEL HEFBOOM 9. 
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ORDER OF WORKING FOR CLOSING STATION 


BEDRYFSMETODE VIR UITSKAKELING VAN STASIE 
1. KEY D RELEASES LEVER 21. 1. SLEUTEL D ONTKOPPEL HEFBOOM 21. 
2. LEVER 21 PULLED HALF OVER. 2. HEFBOOM 21 HALFPAD OORGETREK. 
3. LEVERS |. 36. PULLED OVER 3, HEFBOME |. 36. OORGETREK. 
4. LEVER 21. PULLED FULL OVER. 4. НЕРВООМ 21. HEELTEMAL OORGETREK. 
5.KEY D WITHDRAWN & PLACED UNDER 5.SLEUTEL D UITGETREK EN IN STASIEKANTOOR 
[ LOCK & KEY IN STATION OFFICE. OPGESLUIT. 
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